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Abstract — Delta robot is a mechanical design in a kind of parallel type. It is moved by three groups of power structures on 
the platform of active arms and passive arms led by the end of the platform equipped with the fourth axis at the end of the 
structure. In this paper, the serial -parallel design of a modified delta robot is proposed, which SolidWorks is employed for 
designing the mechanics. Forward and inverse kinematics are analyzed to establish the robotic arms, and the wiring 
hardware system is used to control the motors. To enhance the accuracies of the outputs of the motors, we employ the 
spherical bearings instead of the traditional ball joints. To verify the performances of the proposed designed delta robot, 
various tasks are introduced including drawing, playing dominos, objects classification based on image processing, and so 
on. 
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I. INTRODUCTION 

In the early 1980s, Delta robot was invented by R. Clavel [1]. It is coupled with three axis’ tandem arms at the end of the 
platform [2-6] . The advantages of designing so is that each single motor shared the loads in parallel mechanical arm so that it 
can reduce the wattage [7-11]. Moreover, delta robot is a parallel closed chain designed, and thus the overall rigidity of the 
machine is stronger and the inertia of movements are smaller as well [12-16]. However, besides the favorable advantages, it 
is actually difficult to have dynamic errors and cumulative errors, which could lead to inaccuracy results for the overall 
performances. 

Therefore, emphasizing the advantages of serial and parallel institutions while simultaneously maintaining both stabilities 
and accuracies of the delta robot performances is a critical issue [17, 18] to be concerned. The previous article [17] was 
focused on the development of mechanism with hybrid kinematic structure called Tri variant. The trajectory can be controlled 
manually or automatically during the computer simulation. U. Thomas et al. [18] developed a unified notation for serial, 
parallel, and hybrid kinematic structures. With the extended DH -parameters, users were able to describe spherical, cardan, 
cylindrical, rotational, and prismatic joints following the well-known intuitive notation. However, only the simulation results 
were presented to verify the effectiveness. To address the above-mentioned problems, we developed a novel serial-parallel 
hybrid design of delta robot, which aim to avoid the drawbacks of both the dynamic errors and cumulative ones. 

The design of a modified delta robot can briefly divided into two parts in terms of hardware and software systems. 
Considering the hardware system, it can be further subdivided into three parts including mechanical design, wiring and 
assembling. We use the software SolidWorks to design and simulate the overall mechanical structures and its kinematic 
movements by using large mechanical disassembly techniques. Then, the software system can also be further divided into the 
kinematic model, motor control, image processing and algorithms in projects. A modular package involving control is 
developed to speed up the overall computational time. To verify the system, several complex tasks are introduced to 
challenge the stabilities and reliabilities of the proposed delta robot system, including drawing, playing dominos, and objects 
classification based on image processing, and so on. 

The remainder of this paper is organized as follows. Section II gives a mathematical analysis of the delta robot. Section III 
presents the design of both hardware and software systems of the proposed delta robot. Section IV presents the experimental 
results to verify the performances of the proposed system. Discussions of the proposed delta robot is given in Section V, and 
the conclusion of this paper is introduced in Section VI. 
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II. Mathematical Analysis 

To design a delta robot, its inverse and forward kinematics [19, 20] must be analyzed before we decide the position control of 
the under-platform and each axis servo motor feedback control. First, we analyze the inverse kinematics of the delta robot. 
Before starting to build a mathematical model, we need to simplify the mechanical system of a delta robot as proposed in [1]. 

According to the overall geometric model as proposed in [19], assumptions are given for the features of the size of the 
mechanical structure. Assume that AA l A 2 A 3 be the regular triangles which lengths of the sides are /, and the centroid is the 

origin of the three-dimensional coordinates; AA 4 A 5 A 6 also is a regular triangle with its length of side is 9 and the centroid is 
a known position E x (x 0 , y 0 , z 0 ) • Two normal vectors of the two regular triangles are mutually parallel, and both A X F X , 
A 4 E[ are parallel with y axis, respectively. There are three axis, F ] J l , F 2 J 2 and E 3 J 3 on the upper arm of the delta robot, 
in which the lengths are r f equally. The three under arms, denoted by J X E [ , J 2 E 2 and J 3 E 3 , have corresponding lengths of 
r e , whereas F n , J n and the origin are coplanar (n= 1, 2, 3). With the aforementioned assumptions, we can use the inverse 
kinematics theorem from a known under-platform’s position E x (x 0 , y 0 , z 0 ) to obtain the value of each angle 9 n (vector 
angle of A n F n and F n J n , n=l, 2, 3) of each axis motor that connects the upper arm. 


Coordinates p f q f q| and E[(x ,y — 9 z ) can be obtained easily by the overall geometric model [19]. Let 

P 0 = y 0 — € -j= , P { = ~f_ , we set J l (x jl , y jl , z jt ) as the intersection of a circle (With F t as the center, r f as the radius.) 

and sphere (With E[ as the sphere center, r as the radius.), and J x at yz-plane. Therefore, the following equations can be 
derived to obtain the coordinate J x {x jV y JX , z jX ) • 


x jX = 0 (1) 

4+(^i-^) 2+ 4= r / 2 ^ 

0,1 - a: 0 f + ( y n - P 0 f + 0,-1 - z 0 ) 2 = r , 2 0) 

The subtraction of (3) and (2) results in the value of y related to z jX ? 

(2y,-i ~(P 0 + P I ))(P 0 -P 1 ) + (2z J1 -z 0 )z 0 = r 2 f -rj+xl (4) 


Simplifying (4) and let a and b as the two constants of the linear equations, and the coefficient y jX can be expressed as 
follows, 


r 2 + x 2 + P 2 + z 2 — P 2 — r 2 P — P 

Ay -I- A 0 -I- r-Q 1- r \ 'e *0 j 

Zjl = -2 — + — - y n = a+ b yj 


2z 0 


(5) 


Substitute (5) to (2), we can derive, 

(P l -ab)±pE~ ab) 2 - (1 + b 2 )(/^ 2 + a 2 - r , 2 ) 

^ = — tzp 


( 6 ) 


If y is a real number, it represents a circle and a sphere intersecting at two points. Based on the physical features of the 
delta robot, lesser value of y jX can be obtained as shown in (7). 


(^-aZi)-^(^-afc) 2 -(l + fc 2 )(^ 2 +a 2 -r / 2 ) 
\+b 2 


(7) 
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Finally, substitute y into (5) to obtain the value of z jX • Then we can solve q - • 

r f 

The methods of obtaining 9 2 and 9 3 are actually similar to 9 X . Because the geometric properties do not change with the 

coordinate transformations, we can use rotation matrix as shown in (8) to rotate Cartesian -coordinate system along the z axis 
clockwise or counterclockwise in 120°. 


E' n [x' 0 ,y' 0 ,z' 0 f = 

cosO 

-sinO 

sinO 

cosO 

O' 

0 

x 0 

^0 


0 

0 

1 

_^0_ 


Thus, (l)-(3) are rewritten as the generalized equations expressed as follows. 


X Jn = 0 


x2 jn + (yjn- P l) 2+ Z 2 jn- r f 2 

(*jn -*'o) 2 + (yjn ~ K ) 2 + ~ t 


Because />' = y' {) 


e 

— — , (12), (13) can be obtained and thus result in (14). 
2V3 


( 8 ) 


(9) 

( 10 ) 

( 11 ) 


i + «) 2 + ( P o) 2 + (4) 2 -P 2 - r? , P, - r 0 

z. —— \-— v . =a +by. 

^jn ry t t Sjn jjn 


(i? -a’b') -J(pZ ZZf - (l + (V ) 2 )(/f + Wf - rj ) 


( 12 ) 

(13) 


9 =sin _1 sin _1 (— ) ( 14 ) 

r f 

In the above three equations, it is assumed that n= 1, 2, 3, 6 is substituted into the corresponding degrees 0° , 120°, —120° . 
Finally, when the position of the under-platform E x is known, the angles of the upper arms 6 X , & 2 , 0 3 are generated by the 
three-axis motors. 

As for the delta robot forward kinematics theory, it is actually opposite to inverse kinematic. From a known angles 
6 n ( n — 1, 2, 3) of the three-axis upper arms, we can unify the coordinate system as proposed in [19], and then calculate the 

space coordinates of J x , J 2 and J 3 as shown in (15) by the rotation matrix as mentioned before. 


cosO 

sinO 

0“ 

0 

-sinO 

cosO 

0 

r f sin 0 n 

0 

0 

1 


(15) 


where n- 1, 2, 3. 6 is substituted into the corresponding degrees of 0° , 120°, -120° . 

Assume that the solution of the center position coordinate of the under -platform is E x (x 0 , y 0 , z 0 ) , we can use 
J X E[ = J 2 E 2 = J 3 E 3 = r to write the following equations. 


(x 0 x jX ) +(y 0 y n ) +(z 0 Zji) r e 


(16) 
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(*b + 4 * x ji) + ^ 0 + 4^3 ^ j1 ^ + ^° Ve 

( X 0~~^ e ~ X j3^ + + ~ + ( Z 0~ Z j3) = V e 


where the constants can be expressed by / 0 , i x , • • • , / 8 , 


*0 h l 2 

H l 4 l 5 

1 6 h h 


2 J 3 


+y fl 


~i e+x j2 -TK+y>2 z/ 


1 

— e + x,. 


4V3 

e 

4 J 3 


Z J: 


(17) 

(18) 


(19) 


Then, subtracting (16) from (17) and (17) from (18), respectively, we can get a coordinate of (jc 0 , y 0 , z 0 ) which is the 
parameter equation with t. Among t a = L^-^ + % _ f- + f- _ f - ) , and = i 3 2 + i 2 - i\ + i 2 - i 2 ) • 


_ IT ■ • • \ / • • ^ (h h ) /^(h ^1 ) 


( 20 ) 


yo=[(h-h)(U-hHh-h)(h-h)]t+ ( . _ 


(/ 3 i 0 )(h h) (^6 * 3 ) (h 0 


( 21 ) 


^0 = [(*3 - *0 ) (b - h )-{h~ h ){h~ h )] t 


( 22 ) 


Finally, substituting (20), (21), and (22) to (16), the value of t can be solved. Because under-platform center position must be 
under the xy-plane, the value of t leads to z 0 < 0 , which is the solution of the position E 1 (x 0 , y 0 , z 0 ) of the forward 

kinematics. 


III. The Proposed System Architecture 

We will divide the proposed system architecture into two parts, including the introduction of the proposed system 
architecture and system performance. 

3.1 System Architecture 

The system architecture in this paper can be divided into software, hardware and mechanical systems, as introduced in the 
followings. 

3.1.1 Software system 

As shown in Fig. 1, several buttons are designed for each stage, status monitor of the three motors, and a real-time video 
surveillance in the layer of UI. By pushing the button, the strategy of each stage leads to different ways of executing the inner 
functions of AX, CSBL, camera control, movement derivations. The software control flow chart as shown as Fig. 2, in order 
to enhance the program effectiveness, we use multiple threads to implement parallel task processing. The main process is 
user interface, which can control robot arm and refresh robot status in real-time. And then we also configure individually 
different threads into kernel computing, motor control and image processing. 
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Fig. 1. The architecture of software system. 



Communication 


Fig. 2. The software control flow chart. 


3.1.2 Hardware system 

The wiring diagram for the three motors of the mechanical arms are shown in Fig. 3. Using the methods of hardware wiring, 
overload, stop, and reset basic actions can be achieved. The green light is used to monitor whether the motors are correctly 
functioning, while the red light is used to alert the motors inside the mechanical arm as long as overloading problem occurs. 


Page | 84 











International Journal of Engineering Research & Science (IJOER) 


ISSN: [2395-6992] 


[Vol-2, Issue-5, May- 2016] 


The yellow lights are used to monitor whether each motor are overloaded and the EMS button is to cut off the power if 
something emergently happens. 



Fig. 3. The wiring diagram of motors. 


3.1.3 Mechanical system 

The mechanical structure configuration is shown in Fig. 4 (a)-(c). It is actually the front, side, and plane views of the 
proposed delta robot, respectively. We use the SolidWorks software to design the mechanical structure of the delta robot. 



(A) (B) (C) 

Fig. 4. The mechanical system configuration, (a) front view, (b) side view, (c) plan view. 

3.2 System Performances 

The performance demonstration of this work can also be divided into the software control and the overall performance. 

3.2.1 Software control 


As shown in Fig. 5, we use Visual Studio C# to develop the human-robot interface platform, where each function of the 
interface is introduced as the follows. 
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Fig. 5. The monitor platform of the human-machine interface. 


3.2.2 Stage execution region 

The region totally contains four buttons. As long as any button is pushed, it will execute the strategy of the corresponding 
stage. 

3.2.3 Machine test region 

The region is employed to test and correct the parameters of the mechanical arms. It provides users to enter the values of the 
position of under-platform and the angles of serial arm, and the parameters will be obtained as a result. 

3.2.4 Reset and stop region 

In this region, we set several buttons for reset and stop the mechanical arms. If the user pushes the reset button, the 
mechanical arms will return to the initial state. Similarly, if the user pushes the stop button, the mechanical arms will be 
forced to stop immediately if there is something occurs emergently. 

3.2.5 Monitor region 

This region will monitor the information returned by each motor at any time, including the position, angular velocity, the 
temperature, etc. It will also return the position of under-platform at the same time. 

3.2.6 Computer vision region 

This region provides a real-time image monitor captured from a webcam equipped on top of the delta robot. Buttons are 
designed for turning on the webcam, binarizing the image, displaying and saving the image. 


3.2.7 Overall performance 


The overall delta robot is shown in Fig. 6 (From the top to the bottom are the three-axis motors, three-axis upper arms, 
parallel link, under-platform, and the serial arm). It is worth to note that the materials that construct the structure of the delta 
robot is the aluminum to reduce the weights and the mechanical inertia. 



Fig. 6. The actual mechanical arm. 
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IV. Experimental Results 

To verify the overall performances of the proposed delta robot, drawing pictures, objects classification, and playing 
dominoes are provided. As shown in Fig. 7, we control the mechanical arms to arrange the dominoes. The corresponding 
flowchart is shown in Fig. 8. As for drawing and writing words, the result is shown in Fig. 9, and the corresponding 
flowchart is shown in Fig. 10. As shown in Fig. 1 1, we control the mechanical arm to grip objects and classify them based on 
their shapes and colors. The corresponding flowchart is shown in Fig. 12. 




Fig. 7. The images order of dominoes arranging. 



Load all the 



1. Start position. 


information of 



2. End position. 


dominoes. 



3. Placed angle. 





Fig. 8. The flowchart of dominoes arranging. 


Page | 87 




International Journal of Engineering Research & Science (IJOER) 


ISSN, [2395-69921 


[Vol-2, Issue- 5, May- 2016] 



(D) (E) (F) 

Fig. 9. The images order of drawing and words writing. 



Fig. 10. The flowchart of picture drawing and word writing. 
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Fig. 11. The images order of objects classification. 



Fig. 12. The flowchart of objects classification. 
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V. Result Discussions 

Our design of the delta robot emphasizes on the combinations of serial and parallel robotic arms, which provides the 
advantages of faster velocity, better accuracy and less dynamic errors. As for the joint design of our delta robot, we use 
spherical bearings to substitute the traditional ball joints. Thus this provides three differences as follows: (1) Higher 
accuracies compared to the ball joints. (2) Increases in the operating range of the robot. (3) More durable compared to the 
ball joints. Because of these characteristics, we can make our robot more stable and more reliable. Besides, we’ve been 
focusing on improving the mechanical strengths and decreasing the mass of the arms without worsening its performances. It 
is important to design the mechanical components so as to enhance the overall performances and stabilities. 

VI. Conclusions 

In this paper, a novel design of a robot with delta-like architecture is proposed. By using the forward kinematics and the 
inverse kinematics to analyze serial-parallel mechanical arms, the proposed delta robot becomes more stable and reliable. A 
Visual Studio C# based graphical user interface is established, and several functions are designed to control the proposed 
delta robot. It is important for the delta robot to localize accurately and efficiently, we therefore employ the spherical 
bearings instead of the traditional ball joints to enhance the reliability of the overall system. Finally, a set of experimental 
results were adequate to demonstrate the superior performance of the proposed system architecture. 
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